neutral 
















High speed=lower Ohms 
Low speed=higher Ohms 


Ohm test each wire 
to L2 or Neutral 













HANABISHI 


* INDUSTIAL BODY 

* 16”DURABLE TRANSPARENT BLADE 

* THERMAL FUSE PROTECTED MOTOR 












FAN SWITCH OUTLET BO) 
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